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many defects, the very fact that he was, and is, able to
leave the State for long periods is the witness of the
efficiency of the administration. In the opening sentence
of this work the qualifying phrase was advisedly used,
*so far as that may be5. No man, even if he be a superman
of the Nietzsche type, can bear upon his single shoulders
the whole reconstruction of a State. The machinery had
to be controlled, the officers guided, the departments
modelled, and the humblest clerk made to feel that he,
too, was helping his State towards the ultimate goal of
perfection. It is no detraction from the Maharaja's
achievement, rather is it an enhancement of it, that he has
been served by able men, who, if they do not lay claim to
spectacular achievement or dramatic episode, can at least
point to the steady progress of the State under the
Maharaja's guidance during his fifty years of rule. The
names of V. P. Madhav Rao, of Srinivasa Raghava
lyengar, of Romesh Chunder Dutt (cut off unhappily
before his life's work was ended), and of Sir Manubhai
Mehta, to name only a few of the distinguished Dewans,
will long be gratefully remembered in Baroda. But
there were others who in less exalted positions contri-
buted to the well-being of the State, of whom it may
be said that they

have no memorial:
who are perished as though they had never been born,

but whose works have lasted even though they may be
indistinguishable. For as the Maharaja himself pointed
out in an eloquent speech:

'Every man has a definite place in society. Every one of us
from the king to the pauper has to do Ms duty either as master
or servant. . . . When we realize how very necessary every
honest service is to society, we shall not fail to appreciate the
equal importance of all services to society. On proper considera-
tion it will be seen that no kind of work is humiliating or